K-473— SAN  FELIPE  CHURCH,  OLD  TOWN 
ALBUQUERQUE,  NEW  MEXICO 

The  church  of  San  Felipe  De  Neri,  originally 
built  by  Franciscans  in  1706,  is  located  facing 
the  Old  Town  Plaza.  The  Church  is  the  most 
Historical  Landmark  in  Albuquerque  today, 
with  few  alterations,  the  Building  is  well  over 
200  years  old. 
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